To:  Cooper,  William[Cooper. William@epa.gov];  Wardell, 

Christopher[Wardell. Christopher@epa.gov];  Peterson,  Cynthia[Peterson. Cynthia@epa.gov];  Faulk, 
Libby[Faulk. Libby@epa.gov];  Guerra,  Jasmin[Guerra.Jasmin@epa.gov];  Chergo, 

JenniferfChergo. Jennifer@epa.gov];  Lane,  Jennifer[Lane. Jennifer@epa.gov];  Thames, 
Sher[Thames.  Sher@epa.gov] 

From:  Thames,  Sher 

Sent:  Thur  8/6/2015  9:57:01  PM 

Subject:  Animas  River  fouled  by  1 million  gallons  of  contaminated  mine  water 


http://www.denverpost.com/environment/ci  28595759/animas-river-contaminated-bv-1- 

million-qalions-contaminated 


Animas  River  fouled  by  1 million  gallons  of  contaminated  mine  water 

EPA  accidently  releases  water;  Durango  residents  warned  to  cut  back  on  water  use  as  health 
officials  evaluate  river 

By  Jesse  Paul  and  Bruce  Finley 
The  Denver  Post 


Sher  Thames 
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